Battery: 


Power Supply: 


Directivity: 
Output Impedance: 
Output Level: 


SPECIFICATIONS 


9 V dc, battery size “OOGP” or equiv. 

{IEC designation 6F22) 

Standard operating voltage: 9 V 

Minimum operating voltage: approx. 7.5.V 

Current drain: less than 2 mA (with battery) 
less than 5 mA 


S/N ratio: better than 50 dB (1,000 Hz, 
1 bar) 
Inherent noise: less than 24 dB SPL. 
(0 dB =2 x 107* pbar) 
Wind noise*?: tess than 44 dB SPL 
Induction noise of external magnetic 


Noise Level: 


{with external power supply) 
Continuous battery duration: more than 
200 hours with a QO6P dry battery 
Accepts external power supply of 24 — 54 V de 
Uni-directional and omni-directional 


250 ohms = 20% (balanced) 


#2 


field*?: 5 dB SPL/m-gauss 

Wind noise is the value measured by 
applying a wind velocity of 6.6 ft./s. 
from all directions to the micro- 
Phone. The mean value is taken and 
converted to the equivalent input 
sound level, 

(0 dB =2 x 10* par) 


Position of the Output Effective ; Open circuit *3 The external magnetic field in- 
Pad Switch impedance output level* output level duction noise is measured with 
[0] 250 ohms —47.8 dBm 0.4 mV/pbar the microphone placed in the alter- 

[+8 dB] 250 ohms —55.8 dBm | 0.16 mV/ubar nating magnetic field of 50 Hz, 


Deviation t 2 dB 
*! 0 dBm = 1 mW/10 bar, 1,000 Hz 


Frequency Response: 


30 Hz — 16,000 Hz 


1 milligauss. The maximum noise 
value is taken and converted to 
the equivalent input sound level. 
(0 dB = 24107“ pbar) 


— Continued on next page — 
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Maximum Sound Dimensions: 


Pressure Input Level**: .. 140 dB SPL: 
«4 This is the maximum input level ey 
which produces jess than 1% wave acer 45.6 
distortion at the output with 7,000 (25%) 1%") 


Hz, and Jess than 1% intermodu- 
lation distortion at the output 
signal with 70 Hz — 7 kHz. 
Dynamic Range: | Approx. 146.dB 
Acceptable Preser- . é 3 . 
vation Temperature: —.—4 to 140 F {(—20 to 60 C) 
Proper Operating 5 a 
2 
Temperature: © 32°-to 140°F (0° to 60°C) 


65.5 


Microphone Cable: _ Approx. 5.8 mm (inches) dia, My : 5.8mmdia 
4-conductor shieided.cable CR) 
with a CANNON XLA-3-12C plug, 
6 m (20 feet} tong 
Mounting Thread: PF PE 
Weight: 650 9'(1 Ib 7.02} without cable unit inmm 
: 7 26mmdia { J: inches 


Ce) 


SECTION 1 
DISASSEMBLY 


Cage Ass’y Removal Capsule Ass'y Removal 


@ Cage Ass‘y 


@ Unsolder the lead wires. 


@ RK2x4 @ Capsule Ass’y 


¢-386 


Terminal Circuit Board Cover-Removai Function Switch Removal 


@. screw 


Wp se 
terminal circuit board 


@ terminal circuit 
board cover 


function switch 
gear ass’ 


® Unsolder fead wires 
and remove the function 
switch. 


@® Push the knobs down, 


© Pull the lower 
case ass’y 


Head Amp Circuit Board Removal 


@) dust cover 


@ Unsolder fead wires and 
remove the head amp circuit board, 


head amp @ T2x4 
circuit board 4 
poe) o 


: 
Gis Sena 


SECTION 2 


DIAGRAMS 


MOUNTING DIAGRAM 
~—.Conductor Side — 
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SECTION 3 
EXPLODED VIEWS 


X2578-1025 
Cage ass'y” 


2619108-.00 
Screw, AK 2x8 


2507-45800 
Spring, pinian gear 


sr oamenens AUB 


wipinion gear A 


2507-426-4f 
‘Wat, microphone clamp 


if oes 0-410 

ag até orsosseco 
syasiaa 
ats 


2517.128-00 


1 Case Assy, lower. 


oo 3) 
Bats s4400 RE} sy) 26 18-103-4 


2518-10200 
Pate, serial oumber 


2507-43-00 
‘Serew, amy 


2507-44900 
‘Ave, support 


X25 18-105-7 
Coxe As’ 


Socket, stand screw 


1594.963.21 

Coble, micrphone; 

wreonnecter | 
Note: 


© Stems with no part number and/or no 
" ° description are not stocked because they 
are -seldom required “for routine ‘service. 
‘@ -All screws are Phillips (cross recess) type 
"unless otherwise noted. 
(—) =stotted head 


252213809 
‘Band, exessie 


Holder, dust covde 


‘Ring. peme 


‘Stud, say: 


ses 0te 
<q ABO Bost tend ane 


wana 
sy (0) bat ane 
: ‘cireuit board 


ase Assy. center 


_ 
i af a 
; X25 18-1061 
Bi ast, notion sch : 
| 2507-45200 
gsorasra Spring) bette 
Ber incion anit gear 
+f (2507-453-00 7 
Sor beer 
aeres14g0 


‘Ciemp, cable 


Een bo 1-5 16-608-00 
Sitch aie PAD (SU 


baad 2246 


16.608.00 
neh ae HIGH CUT 
a) 


218-113-009 
Covae, terminal eicuit 
howd 


2507-42800 
Stud, bertery case 


S8Y (8), inal 


AASID OVA sey 


BEBE Converter Assy 
Case, fang. 


250745600 
Soha party Complete Chreuit Board, 
terminal 2507-42600 

‘Seen, terminal ite 
bord 


| 
; 
: 


Note: 
Items with no part number and/or no 
description -are. not ‘stocked because they 
‘are-:seldom required. -for.. routine service. eo me 
‘© All -screws”are ‘Phillips (cross. recess) type : 
unless otherwise noted, ie 
{—) = slotted head 


Ref. No. 


Part No. Description 


Q3,4 


D1 
D2 


COMPLETE CIRCUIT BOARD 


A-4518-014-A Head Amp 


SEMICONDUCTORS ~ _ 
Transistors 
28C634A 
Diodes 
1T22A 


1T243M 


CAPACITORS 


All capacitors are-in uF and electrolytic. 


c8 
c9 
C10 


1-121-990-1122 16V 

1-121-403-1133 16V 

1-121-990-1122 16V 
RESISTORS 


All resistors-are in ohm. k& = 10002 


R10, 11 
R12 
R13 
Ri4 
RI5 


R16 


S1,2 
83 


PL 


1-202-032-11.  6.8k 1/8W 
1-201-856-1110 1/8w 
1-202-018-11  3.9k 1/sw 
1-201-650-11 1.8k 1/8w 
1-201-634-11 Ik 1/8W 


1-202-448-11 510k 1/4w 


SWITCHES 


SECTION 4 


ELECTRICAL PARTS LIST 


composition 
composition 
composition 
composition 
composition 


composition 


1-516-608-00 Slide, PAD, HIGH CUT 
1-516-609-00 _—_ Rotary Slide, function 


MISCELLANEOUS 


1-518-268-0600 Lamp, 4.5V,40mA 


A-4510-006-A Capsule Ass’y 


A-4519-001-A.. ‘DC-DC Converter Ass’y 
1-534-943-21 .: -Cable, microphone; w/connector 


9-954-522-0171 


Sony Corporation 


Part No. Description 


ACCESSORIES & PACKING MATERIALS 


0-110-572-00 ~ Screwdriver 

2-052-522-00 . Adaptor, microphone stand 
2-522-235-00 - Bag, plastic; carrying case 
2-822-237-11 . Carton 

2-599-080-21° . Manual, instruction 
3-701-628-00. Bag, plastic; microphone 
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